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Air  Bags:  A  Crash  Course  For  Rescue  Personnel 


8Min.  CoJor  VHS  1/2"  1990 

Outlines  proper  rescue  procedures  for  aiding  crash  victlnns  In  vehicles  equipped  with  air  bags. 
American  Heat  -  Monthly  Video  Magazine 

30  Min.  each  Color  VHS  1/2"  RcmFii  1991 

Volume  5,  Program  8,  February,  1991 

Three  n^jor  fire  incidents  form  the  core  of  this  program.  First,  a  ten  alarm  fire  In  Massachusetts  which 
spread  rapidly  in  a  neighbourhood  of  3  family  wood-frame  dwellings  spaced  only  six  feet  apart.  Secorvj, 
a  tragic  99  vehicle  crash  on  a  fog  blanketed  freeway  in  Tennessee.  Third,  the  dangers  arxj  precautions 
when  dealing  with  natural  gas  Incidents  using  the  example  of  a  huge  natural  gas  explosion  In  a  housing 
complex  In  Indiana. 

Volume  5,  Program  9.  March.  1991 

A  high-rise  fire  in  Philadelphia,  the  US  Air-Metroliner  Collision  at  Los  Angeles  International  Airport,  the 
confusion  and  related  loss  of  a  firefighter  during  Initial  attack  of  a  New  Jersey  depjartment  store  fire  form  the 
three  main  components  of  this  program.  Lessons  leamed  Involve  Critical  Incident  Stress  Debriefing  geared 
towards  line  of  duty  death,  airport  crash  response,  and  procedures  for  firefighter  accountability. 

Volume  5.  Program  10,  April,  1991 

This  program  focuses  rr^inly  on  what  is  probably  the  worst  high-rise  fire  of  the  century.  The  fire  on  the 
22nd  floor  of  the  38  story  high-rise  at  One  Meridian  Plaza  In  Philadelphia  which  claimed  the  lives  of  three 
firefighters  provkJes  lessons  In  tactics,  stress  related  to  firefighter  deaths  and  fire  behaviour.  Other  segments 
of  the  program  cover  the  derailment  of  29  cars  of  a  train  carrying  hazardous  materials  (yellow  phosphorous) 
in  Missouri,  and  a  deep  mine  rescue  drill  in  a  half-mile  deep  mine  in  Marylarvj. 

Volume  5,  Program  11,  May.1991 

The  high-rise  fire  in  Philadelphia,  covered  In  the  previous  program,  is  examined  In  relation  to  the  prevention 
of  similar  fires.  Other  issues  such  as  standpipe  and  sprinkler  system  readiness  are  also  addressed.  Other 
segments  cover  a  Fremont,  California  fire  in  an  apartment  complex  urxler  construction,  the  San  Francisco 
earthquake  anniversary  and  the  Valiants  -  the  oldest  organization  of  black  firefighters  In  the  U.S. 

Volume  5,  Program  12,  June,  1991 

This  American  Heat  leads  off  with  a  fire  In  a  cold  storage  warehouse,  containing  millions  of  pounds  of  dairy 
products.  In  Madison.  Wisconsin.  The  VkJeotape  shows  the  eariy  collapse  of  a  building,  fire  spread  and 
efforts  to  deal  with  butter  run  off  followed  by  the  one-week  long  controlled  bum  and  dean  up.  Tactics  used 
at  two  massive  gasoline  tanker  fires  In  Bronx.  New  York,  as  well  as  a  training  segment  on  high  rise 
preparedness  and  a  critique  of  the  movie  Backdraft  round  off  the  program. 


Volume  6.  Program  1.  July,  1991 


Various  rescue  operations  form  the  major  segments  of  this  program.  These  include  a  demonstration  of  the 
basics  of  effecting  a  rescue  from  a  grain  bin,  and  rescue  operations  in  cooperation  with  news  helicopters 
at  a  boating  accident  on  the  Mississippi  River  in  Minneapolis,  Minnesota,  and  at  an  attempted  suicide  from 
a  bridge  In  St.  Louis  Missouri.  Another  segment  of  the  program  points  to  the  value  of  Emergency  Traffic 
and  the  need  to  adapt  to  limited  resources  while  fighting  an  auditorium  fire  started  by  lightening  in  Kansas. 

Volume  6,  Program  2,  August,  1991 

Details  of  two  fires  form  the  main  content  of  this  program.  A  propane  explosion  and  fire  In  a  snr^all  town  in 
Maryland  which  threatened  several  surrounding  structures,  and  a  high  rise  rope  rescue  from  the  12th  floor 
of  an  office  building  in  Time  Square,  New  York.  Also  presented  is  the  second  part  of  the  farm  implement 
rescue  training  which  covers  rescue  from  an  overtumed  tractor. 

Volume  6,  Program  3,  Septemt)er,  1991 

This  month's  program  brings  the  responses  to  two  separate  train  derailments.  An  emergency  preparedness 
plan  helped  firefighters  save  many  lives  from  an  Amtrak  train  derailment  in  Canxlen,  South  Carolina.  A  46 
car  derailment  of  a  train  carrying  igneous  hydrazine  near  Seacliff,  Callfomia  required  the  combined  resources 
of  fire,  highway  patrol  and  Sheriff's  Department  personnel  to  carry  out  evacuation  and  to  eventual  six  day 
mitigation  and  cleanup  procedure.  Also  Included  is  the  third  segment  of  farm  implement  rescue  training, 
involving  a  rescue  from  a  com  row  header. 

Volume  6,  Program  4,  Octot>er,  1991 

Safety  on  the  fire  ground  and  in  training  fomi  the  basic  theme  of  this  program.  The  New  York  Staten  Island 
Ferry  Terminal  Fire  which  required  a  change  from  an  initial  interior  attack  to  a  defensive  mode  due  to 
Imminent  collapse  of  the  celling.  As  well,  a  ten  alarm  warehouse  blaze  In  Philadelphia  responded  by  50 
engine  companies  and  evacuation  of  500  residents.  The  final  segment  of  farm  implement  rescue  training 
simulates  a  rescue  from  a  huge  cotton  picker. 


An  Ounce  of  Prevention 

20Min.  Color  VHS 1/2"  Not  Dated 

Using  favourite  cartoon  characters  like  Bugs  Bunny  and  Daffy  Duck,  this  film  demonstrates  practical  ways 
to  avoid  burn  injuries  at  home.  Preventing  scalding  bums  in  the  kitchen  and  in  the  bath  tub,  the  dangers 
of  playing  with  matches  and  improper  storage  of  flammable  liquids  in-doors  are  illustrated. 

The  value  of  smoke  detectors,  escape  planning  and  crawling  low  in  smoke  as  well  as  the  foolishness  of 
hkling  under  the  bed  or  in  closets  during  a  fire  are  well  emphasized.  The  vWeo  is  excellent  for  children 
(Grades  K-4)  and  parents. 


Brlan'i  Story 

15  Min. 


CoJor 


VHS  1/2" 


1991 


Brian,  a  teenager,  Inadvertently  started  a  fire  while  experimenting  with  fire  starting  chennlcals  on  the  drive- 
way of  his  home  in  an  expensive  neighbourhood  In  OrirxJa,  Callfomla  The  fire  quickly  spread  to  become 
a  raging  grass/brush  fire  which  spread  rapidly  up  a  hilly  terrain  to  destroy  several  homes  valued  between 
S3-500,000  In  less  than  three  hours  over  $5  million  In  property  was  lost.  The  program  vividly  portrays  the 
painful  experience  of  Brian  and  his  parents  The  fire  which  was  started  innocently  led  Brian  and  his  family 
to  legal  action,  court  trials,  prosecution,  angry  reaction  from  fire  victims  and  eventual  conviction  of  Brian  for 
felony  arson  This  program  Is  Ideally  suited  for  teenagers  to  show  the  consequences  of  fire  starting  as  well 
as  to  audiences  with  an  interest  In  wiidlarxi /urban  interface  fires. 


Firebutter»  Fire  Safety  Series  From  Portland,  Oregon 

30  Min  Color  VHS  1/2"  1990 

The  video  consists  of  the  TV  broadcast  portion  of  the  award  winning  Firebusters  Program  for  school  children 
in  Oregon.  Using  drannatic  footage  from  real  fires  arvj  Interviews  with  fire  victims,  the  program  instructs  on 
fire  emergency  procedures,  proper  and  improper  way  to  call  91 1,  fire  escape  plans,  and  several  other  fire 
prevention  and  safety  measures.  The  program  concludes  with  a  summary  of  facts  presented  followed  by 
a  quiz.  Children  in  junior  high  and  elementary  schools  can  benefit  from  the  program. 


Fire  Safety  in  Cutting  and  Welding 

30  Min.  Color  VHS  1/2"  Not  Dated 

Potential  for  fire  danger  is  high  when  arc-welding  or  using  acetylene  torches.  This  program  details  fire-safety 
precautions  to  be  taken  before,  during  and  after  welding.  These  include:  keeping  combustibles  separated 
or  shielded  from  sparks;  procedures  with  flammable  vapours  and  oxygen  enriched  atmospheres;  proper 
p)ennfts  to  weld;  approved  and  properly  maintained  equipment;  fire  suppression  equipment;  and  using  fire 
watchers. 


Fire  Prevention  Canada:  Partners  in  Prevention 

6  Min.  Color  VHS  1/2"  1991 

This  vkjeo  provides  a  concise  description  of  the  functions  of  Fire  Prevention  Canada.  Established  in  1976 
by  the  Canadian  Association  of  Fire  Marshals  and  Fire  Commissioners  and  the  Canadian  Association  of  Fire 
Chiefs,  Fire  Prevention  Canada  Is  a  non-profrt  organization  with  a  mandate  to  promote  a  fire-safe 
environment  to  all  Canadians  It  is  considered  Canada's  primary  agency  for  the  development  and  promotion 
of  fire  safety  resource  materials  such  as  brochures.  A/V  materials  and  Radio  and  TV  campaigns.  Fire 
Prevention  Canada  acts  as  a  catalyst  with  other  organizations  such  as  the  Canadian  Standards  Association 
and  Federal  Govemment  Departments  to  develop  fire  safety  Initiatives.  It  seeks  close  cooperation  and 
partnership  between  the  Canadian  Association  of  Fire  Marshals  and  Fire  Commissioners,  Canadian 
Association  of  Fire  Chiefs.  Industry,  Govemment  and  Labour. 


Out  of  Sight:  A  Guide  to  the  Management  of  Underground  Storage  and  Dispensing  Systems 


30Mln.  Color  VHS 1/2"  Ute  80's 

With  an  estimated  6,000  to  12,000  lealcing  underground  fuel  storage  tanks  in  Canada,  the  four  Prairie 
governments  and  the  Prairie  Petroleum  Association  have  produced  this  program  to  increase  awareness  of 
this  prol3lem  and  suggest  possible  remedial  steps.  The  program  covers  instaiiation.  operation  with  emphasis 
on  good  Inventory  control  and  the  reguiatory  aspects  which  concerns  the  provincial  govemments.  The 
focus  of  the  program  is  on  public  safety  and  environmental  protection. 


Partners  In  Protection 

20  Min.  Color  VHS  1/2"  Ute  80's  - 

With  more  homes  built  In  rural  areas,  vast  areas  of  Westem  Canada  wildlands  are  intemriingled  with  high 
value  properties.  Most  people  misjudge  the  potential  danger  of  fire  in  these  wildland/urban  interfaces.  This 
program  produced  in  Alt>erta  provides  an  overview  of  the  hazards  and  risks,  pre-planning,  accessibility, 
water  supply,  fuel  management,  firefighter  training  and  Inter-agency  cooperation  -  important  components 
of  the  strategy  against  fires  in  the  wildland/urban  interface. 


Responding  to  Product  Releases  from  Underground  Storage  Facilities 

51  Min.  Color  VHS  1/2"  Late  80's 

Unit  I  -  Overview  (21  min.) 

Unit  II  -  Assessment  &  Recovery        (30  min.) 

This  training  program  is  designed  for  nr^nagement,  technical  and  field  personnel  who  could  be  involved  in 
a  response  to  a  leak  from  an  underground  storage  tank  system. 


Tank  Closure  Without  Tears 

30  Min.  Color  VHS  1/2"  Ute  80's 

This  vkJeo  on  tank  closure  safety  is  intended  for  use  by  govemment  storage  tank  InsjDectors  and  contractors. 
The  following  information  is  covered:  danger  of  tank  closure  due  to  volatile  vapours;  flammability  range  of 
gasoline;  tank  and  site  infomnation  to  gather;  preparing  a  safe  work  place;  getting  rid  of  flammable  vapours 
safely  by  purging  or  inerting;  cleaning  out  sludge;  monitoring  vapours;  closing  a  tank  in  place;  inspection 
safety  tips;  tank  transport  and  disposal;  a  safe  removal  checklist;  and  sources  of  reference. 


The  Volunteer  Firefighter:  A  Breed  Apart 

180  Min.  Color  VHS  1/2"  1989 

This  is  a  course  designed  to  partially  meet  the  requirements  of  the  NFPA  Standards  1201  and  1202.  It 
consists  of  6  videotaped  modules  and  a  student  resource  manual.  The  course  provides;  a  genuine 
appreciation  for  the  Importance  of  volunteers  in  the  fire  service;  an  overview  of  the  history  of  voluntarism 
and  its  role  in  society;  information  and  skill  necessary  to  determine  the  need  for  volunteers  and  plan  for  new 
members;  an  understanding  of  the  recruitment  process;  gukJelines  to  establish  a  comprehensive  recruitment 
program;  elements  of  a  successful  volunteer  training  program;  leadership  skills  and  techniques  to  apply  in 
a  volunteer  environment;  ways  to  motivate  volunteers;  and  kJeas  on  incentive  programs. 


Gatoiin«  and  Gaa-Water  Heatert 


lOMin.  Color  VHS  1/2"  Undated 

Based  on  a  taie  Incident  In  Texas,  this  program  shows  how  gasoline  fumes  caught  fire  from  the  pilot  light 
of  a  water  heater  when  a  twelve-year  old  boy  refuelled  the  lawnmower  In  the  basement.  The  Incident  is 
explained  In  lay-language  by  the  fire  victims.  Safety  rules  to  be  followed  when  using  gasoline  concludes 
the  program. 


Home  Fire  Safety  Safari  wfth  Nero  and  Athcan 

8Mln.  Color  VHS  1/2"  1991 

Produced  by  the  Office  of  the  Fire  Commissioner  of  Manitoba,  this  kit  is  designed  for  instructing  children 
In  Grades  3  to  6  atx)ut  home  fire  safety.  Nero  and  Ashcan  take  their  family,  room  by  room,  on  a  safari  to 
discover  and  eliminate  fire  hazards.  In  addition  to  the  vkjeo,  the  kit  contains  a  lesson  plan  arxj  brochures. 
Recommended  total  time  for  delivery  is  40  min. 


A  Matter  of  Conscience 

13  Min.  Color  VHS  1/2"  Ute  80's 

Designed  specifically  for  gasoline  tank  operators  and  fuel  station  owners,  this  program  explains,  using 
dramatic  footage,  the  importance  of  keeping  gasoline  storage  records.  The  danger  of  leaking  gasoline 
which  contaminates  underground  water  to  enter  basements  through  the  sewer  system  is  explained  using 
the  home  and  family  of  a  gas-station  worker. 


Nero  and  Ashcan:  Matches  and  Ughter  Safety  Education  Kit 

8  Min.  Color  VHS  1/2"  1990 

An  instnjctional  kit  designed  to  enable  fire  department  personnel,  teachers,  caregivers  of  preschoolers  and 
other  adults  to  Instnjct  three  to  five-year  olds  about  their  role  In  the  use  of  matches  and  lighters,  the  hazards 
and  consequences.  The  kit  developed  by  the  Office  of  the  Fire  Commissioner  of  Manitoba,  contains  the 
video,  audio  cassette  of  songs,  lesson  plan,  Instructor's  script  and  teaching  akJs  such  as  models  of 
nnatches/lighters.  Recommended  total  time  for  delivery  is  30  min. 


No  More  Fires:  Fire  Prevention  in  the  North 

15  Min.  Color  VHS  1/2"  1990 

This  program  produced  by  the  Fire  Marshal's  Office  of  the  Northwest  Ten-ltories  Is  specifically  designed  for 
Northem  Native  Communities  where  winters  are  harsh  and  frequency  of  fire  deaths  Is  high.  Focus  Is  on 
nr^ajor  causes  of  home  fires  which  involve,  careless  smoking,  cooking,  flammable  liqukJs  and  children  playing 
with  notches  or  lighters.  An  excellent  program  for  non-native  audiences  as  well. 


